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STOCKTON STREET 

MARLBORO LIGHTS 100 REGULAR 6’S 
BRAND CODE-0103 (STD) 


* 


ETPECTIVE DATE 1 11/01/92 

: STANDARD PRODUCT ION 


TOBACCO ROD LENGTH 
TIPPING LENGTH 
CIGARETTE PAPER WIDTH 

circumeercnce 
CALCULATED VOLUME 
CALCULATED DENSITY 


JJI.Y.SICAL, MEASUREMENTS^ 


68.0 

36.000 

27.00 

2N.80 

3,320.1/(63 

2l( .56 IN 


MM 

MM 

MM 

MM 

CUBIC MM 
CGMS/CC 


PACK 0. V. 


FILLER WEIGHT 

CALCULATED WEIGHT 
PAPER AND ADHESIVE 
ROD WEIGHT 
TIPPING AND ADHESIVE 
TOTAL LESS PLUG 


JM01S1URL. 

13.25 % W/W 


_rARG.EI_HLiUIU.S_ 


.8 170393 

GRAMS 

1.8021 

LBS. /1000 

•0N72H19 

GRAMS 

.0606012 

GRAMS 

.0N71N6P 

GRAMS 

.9116270 

CRAMS 




REASON TOR CHANGE 


BLEND CHOD TROM \?% OETA TO 1J«J Dl.DET. GIOT PAPER 
SLIT WIDTH CHOD 10 27MH, 1AR0E1 WEIGHTS CHANGED, 
IMPLEMENT UPON DEPLETION OP CURRCNf r II.LER, 


PREPARED DY 
PREPARATION DATE 


K, V, SMI 111 
10/21/92 


APPROVED ftVl 




PRINTING DATE ! 10/21/92 

PRINTING TIME ! 1H:f«71 12 

SUPERCEDES SPECIE I CAT ION DAIEDi 6/29/92 
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